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EQUIPMENT LIST Y-F 


Effective: 


Supersedes: 


Revision: 


FLY-AWAY KIT FOR 3-CHANNEL 


DATA REDUCTION EQUIPMENT 
RACK F 


NOMENCLATURE 
Relay, POTTER-BRUMFIELD 
No. KLLYA 


Relay, SIGMA, No. 
2eRJCC1OO0G-SIL 


Relay, POTTER -BRUMFIELD 
No. KASA 


Potentiometer, OHMITE 
No. CULOLI 


Potentiometer, OHMITE 
No. CULO51 


Relay, Thermal, CURTIS- 
WRIGHT No. 117-20-A 


Diode, Crystal, 1N93 
Diode, Crystal, 1N92 


Diode, Crystal, INTERNATIONAL 
RECTIFIER CORP. No. 8U1 


Diode, Crystal, INTERNATIONAL 
RECTIFIER CORP. No. 4UL 


Diode, Crystal, INTERNATIONAL 
RECTIFIER CORP. No. 5UL 


Light, Pilot, MARCO No. 5NE2 
Light, Pilot, G. E. No. 328 


Fuse, 12 Amp., 250 V., 3AB, 
LITTLEFUSE No. 314012 


ESTIMATED 
UNIT COST 


2.95 


1.70 


12.00 
1.85 
2.88 


10 
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October 7, 1957 


AY 


| 


March 1, 1957 
B 
+66, 
“cS al FOoY¥ 
{or 3% 
NO. OF ESTIMATED 
UNITS AMOUNT 
2 $ 9.70 
2 28.00 
3 8,85 
1 1.70 
DELETE 
1 12,00 
20 37.00 
2 5-76 
20 17.60 
5 5.50 
5 5.10 
5 4.25 
a 2.10 
25 2.50 
-l- 
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010002-2 
Effecti 


e: October 7, 1957 


Supersedes: March 1, 1957 
Revision: B 


EQUIPMENT LIST Y-F 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK F 
MP ESTIMATED NO. OF ESTIMATED 

ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 
15 56014 Fuse, 15/100 Amp., 250 V., 

3AG, LITTLEFUSE No. 312.150 $ 08 25 $ 2.00 
16 W734 Tube, SRUWGY 4.60 3 13.80 
17 45094 Tube, 6AR6/6098 Beep 5 9.75 
18 45061 Tube, 5751 2.05 3 6.15 
19 = 45080 Tube, 0G3/85A2 2.50 3 7.50 
20 845028 Tube, 5014/1207 2.25 3 6575 
21 45030 Tube, 6136/6AU6 2.00 10 20.00 
22 45071 Tube, 12BH7 -72 3 2.16 
23 45032 Tube, 2D21/5727 | 1.81 4 4.84 
an 45066 Tube, HB1LO6 10.00 3 30.00 
25 10954 Post, Fuse, LITTLEFUSE 

No. 342003 .28 2 56 
26 10897 light, Pilot, MARCO 

No. 30080M «85 2 1.70 
27 30432 Capacitor, Electrolytic, 5OMFD, 

25 V., CORNELL-DUBILIER No. BBR50-25 66 2 1.32 
28 30451 Capacitor, Electrolytic, lOMFD, 

50 V., CORNELL-DUBILIER No. BBRLO-50 42 10 4.20 
29 30367 Capacitor, Electrolytic, 5OMFD, 

50 V., CORNELL-DUBILIER No. BR505 42 2 BY. 
30 70039 Chart Paper, ALFAX 3.00 oh 72.00 
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ITEM 


31 


32 


33 
34 
35 
36. 


37 
38 


39 


Te) 


kt 


20612 


EQUIPMENT LIST Y-F 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 


RACK F 


NOMENCLATURE 


Pen Motor, BRUSH ELECTRONICS 
BL-902, Modified 


Lamp, 25 Watt, 120 V., G. E. 
No. T63 


Tube, 6350 
Transistor, 2N341 
Tube, 5965 


Diode, TRANSITRON 
No. sv624 


Diode, HUGHES No. HD-6009 


Stylus, Moving Arm, per 
R-W dwg. No. 70000881 


Stylus, per R-W Dwg. No. 
70001662 


Resistor, Fixed Wirewound, 

25 Ohm, 2 Watt, + 1%, HYCOR 

No. 628A 25 OHM, or CINEMA No. 
CE181M 25 OHM, or DALE PRODUCTS 
INC. No. RS2 25 OHM 


Resistor, Fixed Wirewound, 
27K, 2 Watt, + 1%, HYCOR No. 
628A 27K, or CINEMA No. CE181E 
27K, or DALE PRODUCTS INC. 

No. RS2: 27K 


ESTIMATED 
UNIT COST 


$ 230.00 


>) 
1.95 
2h..25 


2.15 


7.50 
3-13 


+25 


-20 


2037 


3-05 


NO. OF 
UNITS 


50 


-3- 
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ESTIMATED 


AMOUNT 


$ 230.00 


Lie 
3.90 
48.50 
4.30 


15.00 


6.26 


1.00 


10.00 


2-37 


3-05 
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Supersedes: March 1, 1957 


Revision: B 


EQUIPMENT LIST Y-F 


FLY-AWAY KIT FOR 3-CHANNEL 
DATA REDUCTION EQUIPMENT 
RACK F 


MP ESTIMATED NO. OF ESTIMATED 
ITEM NUMBER NOMENCLATURE UNIT COST UNITS AMOUNT 


4o 20614 Resistor, Fixed Wirewound, 
68K, 2 Watt, + 1%, HYCOR No. 
628A 68K, or CINEMA No. 
CE1L81E 68K, or DALE PRODUCTS 
INC. No. RS2 68K $ cen el 1 $ 71 


43 20617 Resistor, Fixed Wirewound, 
100 K, 2 Watt, + 1%, HYCOR 
No. 628A 100K, or CINEMA No. 
CE1L81E 100K, or DALE PRODUCTS 
INC. No. RS2 100K 3.71 1 erg ale 
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